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Asthma is a chronic disease causing psychological stress which leads to the activation of hypothalamus-pituitary-adrenal axis. The purpose of this 
study is to compare morning salivary Cortisol levels in persistent asthma patients according to their disease severities and control status. Total 206 
adult asthma patients were recruited from four university hospitals. Spirometry, questionnaire of Asthma Quality of Life (AQOL) and Asthma Control 
Test (ACT) were completed, and saliva samples were collected prospectively to measure morning Cortisol level. The mean patient age was 56.5+ 
15.3 years with mean asthma duration of 9.1+11.1 years. Sixty five patents (31.6%) were classified as mild persistent asthma, and 141 patients 
(68.4%) were classified as moderate persistent asthma according to the Expert Panel Report 3. The mean predicted FEV1 was 88.8% + 1 8.4%, and 
the methacholine PC20 was 9.6 + 8.5 mg/mL in all study population. The mean ACT score for all patients was 19.9 + 3.6, and there were 71 (34.5%) 
patients in poorly controlled and 135 (65.5%) in well controlled asthma. The poorly controlled asthma patients were characterized by significantly 
lower FEV1 (84.6% + 1 7.6% vs 91 . 1 % + 1 8.5%, P= 0.01 8), lower AQOL scores (46.0 + 13.9 vs 73.8 + 26.3, P< 0.001 ), and lower salivary Cortisol lev- 
els (0.14+0.08 vs 0.18+0.11 pg/dL, P=0.04) compared to well controlled asthma. The ACT score was significantly related to salivary Cortisol lev- 
els (P=0.034) after adjusting for age. There was no significant difference in salivary Cortisol levels (0.17 + 0.12 vs 0.16 + 0.08, P= 0.725) when ana- 
lyzed according to the dose of used corticosteroid and lung function. Asthma control status affects morning salivary Cortisol level. Measuring the 
morning salivary Cortisol level might be a simple and new way to assess asthma control status. 
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INTRODUCTION 

Asthma is one of the most common chronic diseases causing 
psychological stress which can lead to depression or anxiety, but 
psychological effect caused by asthma depends on disease du- 
ration. 1 In airway inflammatory disease, acute stress causes a 
decrease in the forced expiratory volume in one second (FEV1), 
an increase in exhaled nitric oxide (NO), and a decrease in in- 
flammatory cell numbers in bronchoalveolar lavage fluid (BALF), 
whereas chronic stress improves lung function and increases 
inflammatory cell numbers in BALE 2 

Stress activates the hypothalamus-pituitary-adrenal axis which 
enhances Cortisol secretion. Although serum Cortisol levels can 
be measured, an effort is being made to develop a non-invasive 



method and salivary Cortisol, that correlates well with serum 
Cortisol levels, 3 has widely used. 

Asthmatic patients have lower morning salivary Cortisol levels 
compared to healthy controls regardless of the use of inhaled 
corticosteroids (ICS). 4 However, it is unknown whether asthma 
severity and control status affect the Cortisol levels in patients 
with persistent asthma. Therefore, in this study the morning sal- 
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ivary Cortisol levels were compared in patients with persistent 
asthma according to their disease severities and control status. 

MATERIALS AND METHODS 

Total 206 adults with persistent asthma were recruited from 
four university hospitals in South Korea. The patients were in- 
cluded if they had more than 60% of the predicted FEV1 and 
were diagnosed with asthma based on American Thoracic So- 
ciety guidelines, including presence of typical asthma symptoms 
for more than 6 months, airway hyper-responsiveness to metha- 
choline, and reversible airway obstruction, and the patients were 
classified as moderate persistent asthma according to the Expert 
Panel Report 3. Spirometry, the Asthma Quality of Life (AQOL) 
questionnaire, and Asthma Control Test (ACT) were completed 
in all study subjects. 5,6 Total used ICS doses were also included 
in this study after adjusting corticosteroid potency. Poorly con- 
trolled asthma was defined as an ACT score < 19 (group I), 
while well- controlled asthma was defined as an ACT score > 20 
(group II). 7 Saliva samples were collected prospectively on 3 
consecutive days when patients awoke to measure salivary Cor- 
tisol levels. The free salivary Cortisol level was determined using 
a High Sensitivity Salivary Cortisol Enzyme Immunoassay Kit 
(Salimetrics LLC, State College, PA, USA), according to the man- 
ufacturer's instructions. A Mann-Whitney [/-test was used to de- 
termine differences between the 2 groups; a general linear mod- 
el was used to evaluate the effect of ACT on salivary Cortisol lev- 
els with age as a covariate. Informed consent was obtained from 
each patient. The study protocol was approved by the ethics 
committee of each university hospital. 

RESULTS 

Female patients (59.7%) were predominant in this study. The 



Table 1. Clinical characteristics of the study subjects according to asthma con- 
trol status assessed by ACT score 





Poorly controlled Well controlled 
(n=71) (n=135) 


Pvalue 


Age (year) 


54.7 + 16.7 


57.4+14.5 


0.228 


Gender (Male, %) 


31:40(43.7) 


52:83(38.5) 


0.474 


Disease duration (year) 


9.5+12.5 


8.9 + 10.3 


0.787 


FEV1 (%) 


84.6 + 17.6 


91.1+18.5 


0.018 


Methacholine PC20 (mg/mL) 


9.0 + 8.8 


10.5+8.2 


0.584 


ACT 


22.0 + 1.3 


15.8 + 3.0 


< 0.001 


AQOL 


46.0 + 13.9 


73.8 + 26.3 


<0.001 


Corticosteroid dose (mg/day) 


675.1 +483.3 


631.0 + 381.1 


0.723 



Corticosteroid doses treated on patients were expressed by equivalent beclo- 

methasone dipropionate per day. 

The values were presented as mean + SD. 

ACT, asthma control test; AQOL, asthma quality of life; ICS, inhaled corticosteroid. 



mean patient age was 56.5 + 15.3 (range 20-84) years and mean 
asthma duration was 9.1 + 11.1 years. The mean FEV1 was 
88.8% + 18.4% of the predicted value, and the methacholine 
PC20 was 9.6 + 8.5 mg/mL in all subjects. Sixty five patents 
(31.6%) had mild persistent asthma, and 141 patients (68.4%) 
had moderate persistent asthma according to Expert Panel Re- 
port 3. 8 The mean ACT score for all patients was 19.9 + 3.6 (range 
7-25), and there were 71 (34.5%) patients in poorly controlled 
group and 135 (65.5%) in well controlled group decided by ACT 
score. The patients in poorly controlled state were characterized 
by a significantly lower FEV1 value (84.6% + 17.6% vs 91.1% + 
18.5% pred., P=0.018) and lower AQOL scores (46.0 + 13.9 vs 
73.8 + 26.3, P< 0.001) (Table 1). There were no significant differ- 
ences in age, sex, asthma duration and methacholine PC20 level 
between two groups (P>0.05, respectively). The mean salivary 
Cortisol level was 0.17 + 0.10 (range 0.015-0.672) ng/dL in all 
study subjects, but was significantly lower in poorly controlled 
group than in well controlled group (0.14+0.08 vs 0.18 + 0.11 
|ig/dL, P= 0.048), as shown in Fig. 1. The ACT score was signifi- 
cantly related to salivary Cortisol levels (P= 0.034) after adjusting 
for age (data not shown). One hundred ninety four patients 
(94.2%) had taken ICS during study period. The adjusted dose of 
beclomethasone dipropionate ranged about from 150 to 2,000 
jig/day. However, there was no significant difference in the sali- 
vary Cortisol level when analyzed according to the dose of corti- 
costeroid used, and lung function (Fig. 2 A and B). 

DISCUSSION 

Several studies have reported lower Cortisol levels or a blunt- 
ed circadian rhythm in asthma patients compared to non-asth- 
matic controls in pediatric patients. 4 However, Cortisol levels 
between children and adults were quite different. 9 To the best 
of our knowledge, this is the first study to analyze salivary corti- 




Poorly controlled (n=71) Well controlled (n = 135) 



Fig. 1. Morning salivary Cortisol levels according to asthma control status. Poor- 
ly controlled asthma was defined as an ACT score <19, and well-controlled 
asthma was defined as an ACT score >20. 
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Salivary Cortisol as a Marker of Asthma Control 
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Fig. 2. Correlation analysis between salivary Cortisol levels and equivalent corticosteroid dose per day (A) and percentage of predicted FEV1 
steroid doses were adjusted to beclomethasone dipropionate. 
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sol levels according to asthma control status in adult asthma 
patients. Main finding of this study is significantly lower salivary 
Cortisol levels in poorly controlled patients denned by ACT than 
in well controlled patients. The ACT score reflects the individu- 
al patient's perception of his or her symptoms that leads to psy- 
chological stress. It is easily presumed that poorly controlled 
asthma patients with continuous respiratory symptoms can 
give rise to chronic psychological stress. For example, an asth- 
ma exacerbation can induce post-traumatic stress that is close- 
ly associated with patients' perceptions of their asthma symp- 
toms, 10 and in other disease, women with chronic pelvic pain 
had significant lower salivary Cortisol levels regardless of their 
pain intensity. 11 These findings suggested that poorly controlled 
asthma might induce chronic stress and decrease morning sali- 
vary Cortisol level in adult asthmatic patients. 

A previous study showed that asthma patients taking moder- 
ate- to high-dose ICS had lower salivary Cortisol levels than 
healthy controls in children without considering their asthma 
control status. 4 In the present study, the salivary Cortisol levels 
in adult patients did not differ significantly according to the use 
or dose of ICS, but were different significantly according to asth- 
ma control status. This discordance between children and adult 
patients might be explained by age of study population, because 
Cortisol levels depend on age. 9 

Salivary Cortisol levels vary greatly between individuals and 
confounding factors such as smoking and adherence to the sa- 
liva collection protocol may change the results. In the present 
study, we collected saliva samples prospectively for 3 consecu- 
tive days to eliminate the disadvantage of a cross-sectional study 
design in more than 200 patients. Although subsequent pro- 
spective studies with a larger cohort are needed to demonstrate 



that obtaining salivary Cortisol levels will help with management 
of asthmatic patients, measurement of salivary Cortisol level is a 
simple and objective non-invasive procedure that can be used 
in a clinical setting, because we have few objective tools for 
monitoring control status in the management of adult asthma. 

In conclusion, asthma control status affects morning salivary 
Cortisol level. Measuring the morning salivary Cortisol level might 
be a new way to assess asthma control status in adult asthmatics. 
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